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Bulletin No. 815 (since 15t" March 2020) 


© Positive Today: 18 # Recovered Today: 21 


4 Death Today: 00 4. Active Cases: 103 
S*’’ Sample Positivity today: 1.04% | R% Recovery Percentage: 96.10% 
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1. Total cumulative Positive COVID-19 detected since 01.01.2022: 92421 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 88819 (96.10%) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3224 (3.49%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 275 (0.30%) 
5. Number of samples found negative for COVID-19 today: 1711 
6. Total number of samples sent for COVID-19 testing today: 2223 
7. Total number of cumulative samples found negative since 01.01.2022: 1307393 
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Detailed Status of Sample Tested 


: Negative es Positive 
Negative ; Positive j 
x Cumulative 5 Cumulative 
in last 24 i in last 24 : 
hours Se hours eu 
01.01.2022 01.01.2022 


Haridwar 169 152 
Details of Districts having Positive COVID-19 Cases 
Almora 4515 4127 2 4 382 
Bageshwar 2088 2001 1 0 86 
Chamoli 3200 3088 3 3 106 
Champawat 1910 1888 1 1 20 
Dehradun 32974 32367 67 174 366 
Haridwar 13096 12829 8 25 234 
Nainital 11328 11249 12 29 38 
Pauri Garhwal 5268 4279 3 18 968 
Pithoragarh 2559 2420 0 4 135 
Rudraprayag 2702 2574 0 2 126 
Tehri Garhwal 2352 2021 0 5 326 
U.S. Nagar 8788 8510 4 > 269 
Uttarkashi 1641 1466 2 5 168 
Total 92421 88819 103 275 3224 
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COVID-19 Vaccination 
2d May 2022 
* Sessions Held Today: 1002 
* Number of Beneficiaries Vaccinated Today: 20910 
* Total Number of Beneficiaries Partially Vaccinated: 8853306 
* Total Number of Beneficiaries Fully Vaccinated: 8176356 
*% Total Number of Beneficiaries Given Precaution Dose: 498805 
Details of Beneficiaries Vaccinated in Uttarakhand 
Citizens Health Care Worker Front Line Worker peel 
Cumulative 
ety 12-14 15-17 15-17 Precaution 
Districts 12-14 18+ years 18+ years ils pi 1st 2d 1st And : 
Yrs a ee Boe 1st Dose 2nd Dose Dose Dose Dose Dose Cc pied @ 2nd eae 
1st Dose Dose Coverage | Coverage Coverage Coverage Coverage | Coverage | Coverage | Coverage 9 Dose 
Almora 16060 | 5014 | 28830 | 22129 | 383244 | 356231 6022 6029 9956 9761 32500 1167 197 
Bageshwar 8376 3511 14062 12856 186275 172311 2514 2521 2323 2401 20128 565 50 
Chamoli 13877 | 7659 19638 17876 | 275087 | 270176 3988 4021 6493 6632 26208 398 87 
Champawat 6512 2135 12918 8711 184328 171351 2255 2306 7582 7416 15004 239 37 
Dehradun 41307 | 11372 | 97588 | 70994 | 1577508 | 1475233 | 37245 36712 | 30666 | 31283 122265 1974 761 
Haridwar 18713 | 2787 | 73257 | 36782 | 1513232 | 1451266 | 17784 17609 | 48455 | 48439 54087 4679 401 
Nainital 27901 | 6906 | 50481 36309 | 757665 731271 14196 13832 | 20106 | 20152 51738 1748 350 
Pauri 15159 | 3038 | 31871 24934 | 454120 | 422072 7914 7926 7099 7177 35930 856 293 
Pithoragarh 11538 | 2280 | 23195 17114 | 327185 315376 4095 4112 8320 8411 21573 473 107 
Rudraprayag | 6360 2100 12403 9904 173557 159328 2466 2453 2692 2713 9994 291 115 
Tehri 18893 | 7831 30673 | 25908 | 399752 361670 6254 6311 4923 5035 34050 731 110 
US Nagar 33229 | 8727 | 80761 50317 | 1355679 | 1347537 | 12488 12568 | 34785 33906 49980 4256 438 
Uttarkashi 8552 2084 17699 11512 | 236740 | 223467 3461 3486 4999 5065 25348 580 7 
Total 226477 | 65444 | 493376 | 345346 | 7824372 | 7457289 | 120682 | 119886 | 188399 | 188391 | 498805 | 17957 2953 
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DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 


St’Y Sample Positivity: 4.41% 
RX CFR (%Death): 1.76% 


Is 


District 


R% Recovery Percentage: 96.06% 
44 Migrated Cases: 2.16% 


Total cumulative Positive COVID-19 detected: 


Total Number of COVID-19 Patients Treated/ Cured: 


Total Number of COVID-19 patients migrated out of state: 


Total Number of COVID-19 Deaths: 


Total number of cumulative samples found negative: 


Total number of cumulative samples tested: 


Cumulative 


samples Tested 


Districts wise Status of COVID-19 


Negative 
Cumulative 


Positive 
Cumulative 


Treated/ 
Cured till 
DENK 


Cumulative 
Deaths 


437206 


419969 


9441 


7693 


9483146 


9920352 


Cumulative 
Migrated/others 


Almora 317871 301115 16756 15551 200 1003 
Bageshwar 255644 247789 7855 7682 61 111 
Chamoli 354961 339509 15452 15071 65 313 
Champawat 335827 326238 9589 9325 54 209 
Dehradun 2428231 2282525 145706 140969 3701 969 
Haridwar 2580453 ESM STZ 64681 61992 1049 1632 
Nainital 705119 654449 50670 49502 976 180 
Pauri Garhwal a25922 502912 23010 20999 333 1675 
Pithoragarh 284594 271744 12850 12421 186 243 
Rudraprayag 239034 227526 11508 11114 108 286 
Tehri Garhwal 358202 340010 18192 16852 115 1225 
U.S. Nagar 1140063 1093329 46734 44882 766 1082 
Uttarkashi 394431 380228 14203 13609 79 513 
Total 9920352 9483146 437206 419969 7693 9441 
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Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 


Toll free No: 104/01352609500 


@® Whatsapp No. 9412080544 


Details of District Control Rooms 
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Districts District Control Room Number 

Almora 05962-237874, 05962-237876, 05962-231205 

Bageshwar 05963-221822, 05963-297515, 7895235220 

Chamoli 7617429778, 9068787120, 7830839443, 01372-252187, 01372-251437 
Champawat 05965-230943, 05965-230819 

Dehradun 0135-2724506, 1800-180-2525, 0135-2609200 

Haridwar 01334-239072, 01332-265201, 265202, 265203, 265209 

Nainital 05946-281234 


Pauri Garhwal 


01368-222213, 7302796031 


Pithoragarh 05964-297551 

Tehri Garhwal 01376-234793 

Rudraprayag 01364-233727, 7456003173, 7456003162, 8920456016, 7078301730 
U.S. Nagar 05944-246590, 05944-250100, 05944-250101 

Uttarkashi 01374-222641, 7417162869 
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